To:  Christner,  Jan[Jan. Christner@WestonSolutions.com] 

From:  Way,  Steven 

Sent:  Tue  9/8/201 5 2:54:44  AM 

Subject:  RE:  Flow  Estimates 


Jan, 


The  only  question  I have  regarding  the  estimate  of  GK  flow  percentage  and  increased  amount 
(%)  is  what  assumption  or  data  set  were  you  comparing  to  ? The  actual  flows  as  measured  over 
the  6 year  period  of  EPA  data  collection  ? 


Let’s  discuss  - Tuesday  along  with  other  information. 


Thanks, 

Steve 


Steven  Way 


Federal  On-Scene  Coordinator 


Emergency  Response  Unit 


US  EPA  - Region  8 
1595  Wynkoop  Street 
Denver,  CO  80202 


Office:  303-312-6723 


From:  Christner,  Jan  [mailto:Jan.Christner@WestonSolutions.com] 
Sent:  Sunday,  August  16,  2015  8:25  PM 
To:  Way,  Steven 


1792617 


ED  000792  00007543-00001 


Subject:  Flow  Estimates 


See  attached.  Let  me  know  if  you  want  to  see  this  information  differently.  I’ll  hold  off  sending  it 
to  Jamie,  Laura,  and  Dan  until  you’ve  had  a chance  to  review,  so  let  me  know  if  you  want  me  to 
send  it  or  not. 

CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited. 
If  you  received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete 
this  email  from  your  system.  Thank  you. 
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